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SUBJECT: ATOMIC ENERGY AGREEMENT: FBR COOPERATION 
FOR SCICOUNS 

1. PI .EASE DELIVER THE FOLLOWING TELEGRAM FROM DR. A. S. 
FRIEDMAN, ERDA, TO G. MYAKINKOV, SCAE: 

"THIS WILL CONFIRM RECEIPT OF YOUR TELEGRAM OF APRIL 30, 

1975 SENT VIA WESTERN UNION TO T. NEMZEK AND B. HILL, ERDA. 
YOUR LETTER OF MARCH 4, 1975 RE OBNINSK CONFERENCE WAS 
ANSWERED BY MY LETTER OF MARCH 27, 1975 WITH COPY TO O. 
KAZACHKOVSKIY DELIVERED VIA US EMBASSY, MOSCOW. MY MARCH 
27, 1975 LETTER ALSO CONTAINED TITLES AND ABSTRACTS OF 1 1 
US REPORTS FOR PRESENTATION AT OBNINSK CONFERENCE. 
KAZACHKOVSKIY LETTER OF APRIL 10, 1975 TO NEMZEK ANSWERED 
BY APRIL 23, 1975 LETTER FROM NEMZEK TO KAZACHKOVSKIY 
WITH COPY TO YOU SENT VIA US EMBASSY IN MOSCOW. NEMZEK'S 
LETTER OF APRIL 23 TO KAZACHKOVSKIY ALSO INCLUDED ANOTHER 
COPY OF MY LETTER OF MARCH 27. FOLLOWING ARE TITLES OF 
1 1 US PAPERS FOR PRESENTATION AT OBNINSK CONFERENCE WHICH 
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WERE INCLUDED WITH ABSTRACTS IN MY MARCH 27, 1975 LETTER: 
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HISTORICAL BACKGROUND AND STATUS OF LMFBR'S IN THE 
UNITED STATES; EBR-H MAJOR CONSTRUCTION EXPERIENCE AND 

INITIAL PERFORMANCE; TEN YEARS OF EBR-II PLANT 
OPERATING EXPERIENCE; THE USE OF EBR-II AS A PRINCIPAL 
FAST BREEDER REACTOR IRRADIATION TEST FACILITY IN THE 
U.S.; ENRICO FERMI ATOMIC POWER PLANT CONSTRUCTION 
EXPERIENCE; HISTORY, CONTRIBUTIONS, AND DECOMMISSIONING 
OF THE ENRICO FERMI FAST BREEDER REACTOR; SEFOR 
CONSTRUCTION EXPERIENCE; SEFOR EXPERIMENTAL PROGRAM 
OPERATING EXPERIENCE AND DECOMMISSIONING; FAST FLUX TEST 
FACILITY CONSTRUCTIBILITY ; TESTING EXPERIENCE WITH FAST 
FLUX TEST FACILITY (FFTF) PROTOTYPE COMPONENTS; THE 
IMPACT OF CONSIDERATIONS FOR IMPROVED CONSTRUCTIBILITY 
FOR THE CLINCH RIVER BREEDER REACTOR PLANT. THE NAMES 
OF THE MEMBERS OF THE US DELEGATION WILL BE SENT TO YOU 
SHORTLY." 

2. EMBASSY KINDLY REQUESTED TO CONFIRM THAT THIS 
MESSAGE AND PREVIOUS MESSAGES REFERRED TO ABOVE HAVE BEEN 
DELIVERED TO SCAE SINCE SOVIETS CLAIM THEY HAVE NOT 
RECEIVED THEM. KISSINGER 
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